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CHANGE AFFECTS at5-lT%35 • 
PURCHASE ORDER NO. 

PURCHASE REQ. NO. 220 90, 

EFFECTIVE DATE OF CHANGE 

(Same As Above If Not Shown) J/ -*A> 7— 




Terms and conditions of our original order 
by this change except as noted hereon. 


are not affected 


Purchase 
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CHANGE NOTICE 
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AFFECTS: 
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So tom the ©eat of fabricating t hat 
following porta ma&Jar m 

a Use aad Material basis «t a total 
coat not to exceed I350.GO 
50419601 Bracket. Cety let* to S/P 
bo Iter, doted 3/6/56 
90419594 Sty OvMitor. Ctetylete 
to B/P Xd. ler. dated 3/6/56. 
50419595 #2 Sty Ctyecitor. Cablet* 
to B/P So Rer. toted 3/6/56. 
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CHANGE TO 
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It' Is mutually understood and agreed 

you wj.ll place on your packing sheet 
ng certification worded exactly 
No deviation in wording will 


d COVET INC ALL THE MATERIALS IN THESE 
•J G"R TVTSGNSSI.") -. CUPAN." ■' TO EXAMINATION 

E ciTF’-j ;::j::e vr.m the /.?? licable u.s. 

'• vpcif: ration requirements contained 


in trai3 purchase order. 
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10 


10 


$0 cor«r the coat of fabricating the 
following ports a ad/or aestoblies cm. 
« tins aad *eteriaX basis at a total 
cost sot to exceed $$50.00 
50419601 Bracket. Cctylete to B/P 
Iter. "A* toted 3/14/56. 

50419594 #1 Sty Capacitor. Complete 
to Vr »«*. “4* 4«t»d 3/14/56 
50419595 #2 Tty Capacitor. Cotylsrte 
to l/P Bar. •’A" dated 3/14/56. 


Price resales take 
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[The gov^ 
a Ratr.o- 
pia and 


Delivery 3/16/56 


rnmont contract number indicated 
fooldrilg'o designated code. T. n 
onditioi.a contained horoin regard- 
ing) government contracts are applicable. 


REASON FOR CHANGE 

Sb£l»eeriiig dosage of blurpriats 

5042-68 

25-40-00 
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